PLATE CLXVH
A.   CREVASSE IN DETACHED ICE MASS AT SOUTHERN EDGE OF MILES GLACIER With cover of ablation moraine sliding into it.   Photograph, August 19, 1910.
B.   THE FORESTED TERMINUS OF GRINNELL GLACIER IN 1910